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Installation 
Weight 
LATERAL 
LONGITUOINAL 
Arm 
Moment 
Arm 
Moment 
0350-607 -441 
78.01b 
:!:47.8 in 
:!:3728 in-Ib 
135 in 
10530 in-Ib 
(Standard Basket) 
35.4 kg 
+ 1.21 m 
:!: 42.8 m-kg 
3.43 m 
121.4 m-kq 
0350-607 -443 
63.01b 
:!:47.8 in 
:!: 3011 in-Ib 
135in 
8505 in-Ib 
(Lightweight Basket) 
28.6 kg 
:!:1.21 m 
:!: 34.6 m-kg 
3.43 m 
98.1 m-kQ 
0350-607 -445 
56.01b 
:!:47.8 in 
:!:2677 in-Ib 
135in 
7560 in-Ib 
(Standard Basket) 
25.4 kQ 
:!: 1.21 m 
:!:30.7 m-kQ 
3.43 m 
87.1 m-ka 
0350-607-447 
45.01b 
:!:47.8 in 
:!:2151 in-Ib 
135 in 
6075 in-Ib 
(Lightweiaht Basket) 
20.4 kg 
+ 1.21 m 
+ 24.7 m-kg 
3.43 m 
70.0 m-kq 
0350-607411 
5.91b 
:!: 36.5 in 
:!:215 in-Ib 
135in 
796 in-Ib 
(Quick Release Basket 
2.7 kg 
:!:0.93 m 
:!:2.5 m-kg 
3.43m 
9.3 m-kg 
Mounting Kit) 
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